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2,40 (b) [ 2 ) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE (DEALERS AND EXHIBITORS), 

Sec. 2.40 Atteixiingi veterinarian and ade'quale veterinary care (dealers and eKhibrtors). 

(b) Each dealer cr axhibiler shall; aslablisb and rnainlalrii pragrams cf adac^uata velarinary caia that induda: 

(2) The use ef appropriate methods lo prevent, conlrol, diagnose, and treat diseases and injuries, and tKe 
availability gf emergengy, weekend, ^nd hplidey r;ara; 


- A Female wolf (Kala) has raw patches cF skin on h^r ear tips- The animal wee bright, ac1ive^ and elert. Any injured 
animal mnsl be ei.xaminadi by a lioensed vatarinarian and haaiLh r^ords itiusL be maintained. Kala sTiould 
examined by the attending veterinarian within a week, and appropriate treatment administered 
Correct by: t4 AuguSI 2010 

3,S3 repeat 

WATERING. 

Sec. 3.83 Watering. 

PoLsbla water musl be provided in suFFicieril quantity to every nonhuiiiari primate ttoused al Ibe laciliiy. Water 
receptacles musl be kept dean and sanitized in accordance wilb nvetbods provided in Sec. 3.84fb}(3) ol this subpad 
at lOi^st gripe every 2 weeks gr as gItBn as nacessery to l^ep them glean and Iree Irgm ggntaminatipn. 


- The ooatimundi end psdss monkey enclosures contain water receptacles with green, discolored water. DrinUng 
water nsada to be changed as oftan as nacassary to provanl conlamlnation. 


3,84 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL. 

Sec. 3.84 Cleaning,, sanifealion, homekeeping, and pest ccntrol. 

(a) Cleaning ol primary angloaures. Exdrela and Food waste must be rsiTiovad Irom inside eacb inddor primary 
enclosiire daily and from underneath therri as often as necessary to prevent an excessive accumulation of leces and 
fond waste, to prevent fhe nonhuman primates from becdming soiled, and fg reduoa disaaEB hazards, insedfs, peste, 
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and odors. Dirt flwra, floors with Hbsofbenr tecWing, and planted areas in primary enclostinss most be spol-deaned 
witfi suHicianL Irar^erioy to eriaure all animals 1ha Iraadoiii lo avoid oonriaat with e.xj£:re1a, or a^ ofLan as rioaaaaary to 
redooe disease hazards, insects, pests, and odors, 

' The baboon enclosure has e^icesslvc amounts ol cobwet^, feces, and other debris. 

- The enclosures for ihe fjaclas monkey, ooalimunijli, and pglailed macaque are dirty and need more thorough, 
frequanl claanirtQ. 

All primary ertclosures should be cleaned more thoroughly and more frequently lo prevent soiling ard coniaminalion. 
Correct by: 16 August 2016 

3,125 (a> REPEAT 

FACILITIES, GENERAL 

Sec. 3.125 Facililies, general. 

(a) SlrucLural atrenglh. The lacilily muai be oanstrudad ol such mataflal and r:)! such strength as. approp^riala Idr ttia 
animals innrolved. The itxloof and outttoor housing facilities shall be structurally sourwl and shall be maintained in 
grxid repair bq protect lhc animals Irgm injury and Id contain |he animals. 

- In the camel enclosure, the shelter area has eiiposed nails alcr^g floor and ceiling. The bacit fence line of the 
qnclOiSura is sagging, rnost likely fram ih^ camel laanmg on iba lance. 

- In the enckKune containing the Hama, donkey, antj miniature horses, there are ejfposed nails in the rails O'f the 
shade pavilion. In the same anclosura, the section ol the tfont lonoa line (na^i to lha gata) is loose and not secured 
lo the accompanying fence post. 

- In the goat enclosure, ttiera is a loose wire lence panel al the entrance lo the shelter. The edge of the wooden 
shelter is broken en orw comer. The bach fence comer Is loose end iwl secured to Iha aocompanylng lance post. 
There is a wire (grounding wire for the overhead power lines) which is draped loosely from the bac*. of the shelter and 
n^ds to be secured. 

- The top part of onte section of fence in Ihe 3rd woH pen has a gap at the corner junction . 

- In the kiwar tiger andosure {next to the bear pan) a portion of the lockbui frama is exOBSSivaly rusted. 

’ In an enclosure wilh a single cougar, the wooden sheiter root appears to be sagging in Ihe middle. 

- The top rail of the lence in the tiger enclosure (Twister's) is ssgsing arrd unslaJWe. The Ikjn enclosure also has a 
leaning lance line. 

- The kanganort enclosure has a section of the ferioe missing the lop rail which results in ihe fence along thal secliort 
only being appraximalaly hall the height of lha ramaindar ol Ihe enclosure fence. 

All laKiliHes should be struolurally EDUnd and mainlained in good repair to protect the animals trom injury, and lo 
contain the ammats adequately . 
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3,125 repeat 

FACILITIES, GENERAL 
Sec. 3.1 £5- Facililies, general, 

{£) Sldrage. Suiiiplle^ tji lr;)dd and bsdcliri^ ahall ba aborad in fabilitlea whib^1 adapuataly prbtaal auah aupplna agairval 
deterioration, rnokjing, or contamination t?y vermin 

' The floor of the food storage area Is dnly arxJ clutlered. This ansa rweds to bs cleaned more riorouQiily and more 
frequently lo minimize PCtenlial conlamirialion of elored food- 


3,127 (b) repeat 

FACILITIES, OUTDOOR. 

Sec. 3.127 Facilities, oulctoor. 

{b] Shallar from jnolamaol waaltiar. Matural or artifiaial ahaltar appropriala to the local alinralio aoriditians for iPta 
species concerned shall be provided for all animals Kept ouldoors to aflord ibem protection and to prevenl discomfort 
1g auch animals. 

- An ertglcjsnre housing a single bobcat has an inadequate shelter. Cynentfy, the bobcat is using a medium sized 
do^ carrier wilb slallod sides. This doas not provide suflidont protection from inctontent vreatbar. A moro suitabio 
shelter offering adequate protection from tfie elements needs to be placed in Ibe enclosure. 

3,127 W repeat 

FACILITIES, OUTDOOR. 

Sec. 3.127 Facililies, outdoor, 

(d} Porinraler fortoa. On or after May 17, 20D0, all ouldoor housing lacililiaa (i.e., laoililiac not anliraly inddors) must 
be enclosed by a perimeter fence that is ol sufficient height to keep animals and unauthorized persons out The 
tenge muet be cgnginjgted w that if projects fhe animate in the facility by rasiriqting animaig and unarjlbprized 
persons from going through it or ondor It and having cootad wllh the animals In the facility, and so that It can furction 
as g. secondary coniainment system for ihe animals in the facilitv- 

- The bottom ball of a section o-l the back line of the perimeler fence is composed of several strands of wire with no 
other attached lancing matarial. Stranrte of wire such as this, are nol adequate to prevent animals from going in or out 
through Ibe perimeter fence. The fence must be constructed in such a mtunner as to prevent animals/persons from 
going through if. 
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3.130 

WATEHING- 

Sec. 3.130 Watering. 

II potabla waler la ribL la tha anltnala al all il muat be prbvidad as Altan aa r'iscassary 1br the haallh 

aixJ comfort of the animal, Fretjuency of watering shall consider age, species, condition, size, and type of the animal, 
All waler rewplades shall ba kept gtean and sanitary. 

- The upper lion enctoaure {cont-aming 1 mgle and 2 females) a.nd Twister’s enclostjre oontained green, tSscolored 
drinking watar. This affacls a lotal ol lour animals. Watar naods lo be cbangad mora Ir^uantly to pravsnl algae 
growlh and coritamination. 

- The lower liger pen (conlaining 2 tigers) has a large water bin wnich is dirty and needs to be cleaned, 

Corrsctby: 1? August 2010 

3.131 (a> 

SAMITATIOhl. 

Sec. 3,131 Sanitaiion. 

(a) Cleaning ol Bficbauros. E.Korala shall be reiTiovad irom pririkary enclosures as oltan as nscessary lo prevent 
oontami nation of the animals contained therein and to minimize disease hazards and to reduce odors, 

In the lower tiger enclosure, Ibere Is an #>icesslve accumulallon of llllh aixj waste Just inside the entrance lo the 
shelter. This affects cme animal. This area needs to be cleaned more Fnequetitly to help preveni ccntamination and 
raduoa pest linlostation. 

CoTraol by: 16 AuguSl 2010 


3,131 W 

SAMITATIOhl. 

Sec, 3,131 Sanitation 

(0} Pest conlroL A safe and oFfoctive prograjin br ttie control of onsaots, ectcparasiles, and avian and mammalian 
pests shall be established arid maintained 

' Inside the animal shelter, we rwled several wasps and nests along the ceiling. Insect nesis should be removed 
when spotted to reduce pesi infestalion. 

Correct byr 1 September 2010 
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Inspection and enit interview conducted by Michael Tygart [VMO), Karl Thctnion (ACI) and the licertsee. 
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